i, 


Type: LOAD *# 


Follow Prompts. Code wil] 
be placed above Ramtop and the 
Basic loader automatically 
Will be removed, 

The TRACER is Enabled with: 

RANDOMIZE USR &53eq 
and disabled by Pressing the 
"D* key, any sods, 

There is a variable delay 

which is adjusted with: 

POKE 65349, delay 
where the delay aust be in the 
range @ to 755, 

The TRACER Cannot be relg- 
cated. It js interrupt driven 
and the sethod used does pot 
Pereit relocation, CPO NOT 


attempt to alter The TRACER 
unless yoy understand tha 
interrupts! 

Trace reports are generated 
in the edit area tO minusize 
their effect on the normal 
display filp area, 

The reports Will blink as 
they arp redrawn Every tine 
The TRACER is Called. You can 
lessen, but not Pliginate the 
blinking by adjusting the 
delay value, 
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